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18 December 1961 


MEMORANDUM YOR THE RECORD 
SUBJECT: OXCART Technical Publications 


The Materiel Staff, DPD will requimition, distribute 
and maintain technical publicatiocas concerning the OXCART 
program. Interim aa well ag the final copies of these 
manvais will be maintained in « publications library 
within the Materiel Staf?. Copies of these sanvais may be 
temporarily withdrawn from this library by GACART cleared 
personnel within DPD. 
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